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Message Text 


UNCLASSIFIED 

PAGE 01 TEHRAN 07405 211218Z 

65 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

088038 

O R 21 1200Z JUL 76 
FM AMEMBASSY TEHRAN 
TO USDOC WASHDC IMMEDIATE 
INFO SECSTATE WASHDC 8212 
AMEMBASSY DAMASCUS 

UNCLAS TEHRAN 7405 

USDOC FOR CAGNE/HALE 

E.O. 11652: NA 
TAGS: BEXP, IR 

SUB J : BOOTH SYSTEM FOR TITF AND HE VAC ’76 

REF: (A) TERHAN 7342, (B) USDOC 12112, (C) STOCKHOLM 3886, 

(D) TEHRAN 7288 

1 . APPARENTLY REFTELS HAVE CROSSED. 

2. DECISION ON EXHIBIT SYSTEM NEED NOT DETER PROCUREMENT 
FOR HEVAC SINCE ALL SYSTEMS UNDER CONSIDERATION ARE 
ADAPBTALE TO CAGNE'S FLOORPLAN. 

3. WE FEEL A NEW LIGHT WEIGHT SYSTEM WILL COST LITTLE OR 
NO MORE THAN SHIPPING, ERECTING AND REFURBISHING A-2. 

(FYI: COST OF WOOD AND CARPENTRY VEY HIGH IN IRAN. END 
FYI). WE HAVE ESTIMATE FOR SYMA SYSTEM(TERHAN 7342) AND 
ARE AWAITING FINAL ESTIMATES FROM BYGGIN AND OCTANORM. 
LATTER IS HIGHLY RECOMMENDED BY LONDON TC, WHICH USED 
SYSTEM IN RECENT FURNITURE SHOW. WHEN ALL BIDS ARE 
AVAILABLE, WE SHALL REQUEST FINAL DECISION FROM 
CAGNE. 

4. POST ATTEMPTING TO ASSIST IN PROCUREMENT FOR 

HEVAC. HAVE CONTACTED JOHNS MANVILLE, TRANE, YORK AND KOHLER 
AND ALL APPEAR INTERESTED IN PARTICIPATING. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976TEHRAN07405 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760280-0663 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760734/aaaabedj.tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STOCKHOLM 3886 
Review Action: RELEASED, APPROVED 
Review Authority: KelleyWO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 5 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 APR 2004 by ThomasVJ>; APPROVED <28 DEC 2004 by KelleyW0> 

Review Markings: 
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Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: BOOTH SYSTEM FOR TITF AND HE VAC '76 
TAGS: BEXP, IR 
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